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Nondestructive Assessment of Penetration of Electron-Beam Welds 


A newly developed and verified empirical method 
correlates penetration of an electron-beam weld with 
external measurements of the weld. Verification of 
adequate penetration, by conventional methods of 
inspection, is often prevented by the complexity of 
welded components— as when baffles are welded to 
injectors. 



Comparison of cracked and intact baffle-injector 
welds, after identical hot-fire exposure, showed that 
failure results from poor penetration. Cracking fol- 
lows thermal cycling that loads the weld in shear and 
compression alternately; when penetration is incom- 
plete, thermal loads are magnified beyond critical 
levels and eventually fracture the welds. 

Comparison of external dimensions with penetra- 
tion of welds led to evolution of an empirical polygon 


that accurately confirms full-penetration welds. Al- 
lowance for the lower strength requirements for welds 
near the baffle’s tip resulted in evolution of a second 
polygon, larger than the first, that provides for pene- 
tration of welds near the tip. Finally the acceptance 
polygons were made smaller so that prediction would 
be more conservative. 

The key external dimensions were: X, distance 
from the baffle’s wall to the beginning of the baffle- 
injector attachment weld; H, distance from the in- 
jector’s face to the weld line on the baffle; and W, 
distance from the injector’s face to the low point in 
the weld (below the plane of the injector’s face) (see 
fig.). Not all injectors show W. 

Tabulation of weld dimensions from available in- 
jectors revealed that two did not meet the acceptance- 
polygon requirements. Sectioning of these two 
confirmed the faults predicted from the external meas- 
urements. 
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